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NOTE: THIS SCHEMATIC DIAGRAM IS THE LATEST AT THE TIME 
OF PRINTING AND SUBJECT TO CHANGE WITHOUT NOTICE 


NOTE: THE RESISTOR MARKED F IS FUSE RESISTOR. 

THEALUMI ELECTROLYTIC CAPACITOR MARKED NP 
IS NON POLAR ONE 


NOTE:THE DC VOLTAGE AT EACH PART WAS MEASURED 

WITH THE DIGITAL TESTER WHEN THE COLOR BROADCAST 
WAS RECEIVED IN GOOD CONDITION AND PICTURE IS NORMAL. 


ATTENTION'S pieces reparees par un A etant CAUTIONsince these parts marked by A are 

N DANGEREUSES AN POINT DE VUE SECURITE CRITICAL FOR SAFETY, USE ONES 

N’UTILISER QUE CELLS DECRITES DESCRIBED IN PARTS LIST ONLY 

DANS LA NOMENCLATURE DES PIECES 


CAUTION: DIGITAL TRANSISTOR 
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